BILL NO. S-70-12- ib 


SPECIAL ORDINANCE NO. S- A 2 7- 7# 

AN ORDINANCE approving bid document Ref. No. 

384 with R. W. KAIN, INC. for one Steel Building 
for the Board of Public Safety-Fire Department. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE , 

INDIANA: 

SECTION 1. A certain bid document Ref. No. 384, approved 

December 10, 1970 between the City of Fort Wayne, by and through 

its Mayor, Board of Public Safety-Fire Department and Department 

of Purchases, and R. W. KAIN, INC., for: 

One Pre-engineered Steel Building, 40' x 
72', material, labor and complete con- 
struction at 2600 Dwenger Avenue, Fort 
Wayne, Indiana, for the Fire Department, 

for a total cost of $38,118.00, as more particularly set forth 

in said bid document Ref. No. 384 and Purchase Order No. 3-00181, 

which are on file in the office of the Department of Purchases 

and are by reference incorporated herein and made a part hereof, 

is hereby in all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 


effect from and after its passage and approval by the Mayor. 



Read the first time in full and on motion by 

r.j2j 





seconded by 



and duly adopted, read the second time by title and referred 

r ( arni— fe©--t-he^i-ty=Pl=an 



to the (Committee on) 

fnmmi psi nn fo r, recommendation) (and — Bti-bl-i-c- Hearing -to-be- held after due 1 ega 1 not ice , 

- at the^CouTici'h-Gh:amber-Sr-Gity^Hall”Port- Wayne, Indiana, on 

v . i-he __ — day - of — - — 1416. — — at 


o'clock. 


P.M., , - E.S.T-i 
Date : 


1 a - / s' - 7 o 



City Clerk 

A 


Read the third time in full and on motion by 

seconded by , and duly adopted, placed on its passage. 


Passed fd^JST-) by the following vote: 


7- 


AYES 

Adams 
Dunifon 
Fay 
Geake 
Nuckols 
Robinson 
Rousseau 
Steigerwald 
Tipton 

Date 


NAYS 


o 




ABSTAINED 


ABSENT 


"2-- to -wit: 




UL, 



City Clerk 


Passed^^l^bpfad by the Common Council of the City of Fort Wayne, Indiana, as 

(Spnrinl )f Appropriation) Ordinance Q Re e olutl -e n ) No. y- 

, 190 7-o . 

*> , 


' 

. " A . A , _ 


on the . day of />, 

‘ I 

ATTEST: (SEAL) 


ATTEST: 

-P >4-1" 'Jr---- 

^4 >,r,; jfSi 


Presiding Officer 


day 


of 


7 me to the Mayor of the City of Fort Wayne, Indiana, on the 3d 
■ , 19 0 7 Z> at the hour of £ ; 3 Q o'clock j? .M.,£.S.T 


Approved and signed by me this b day of 

at the hour of 3±i i o'clock t .M. ,E.S.T. 



City Clerk 




> l&JX- 



Mayor 


t 


MU No. S-70-1S-16 

REPORT OF THE COMMITTEE ON REGULATIONS 

We s your Committee on Regulations to whom was referred an Ordinance 

approving bid document Ref. No. 384 with R. wl KAIN, INC, for one Steel Building 

for the Board of Public Safety-Fire Department. ' 



pAT F / > ~ - 7 ° F UAD G. BONAHOOM, CITY CLERK. 


